SEVIE 


EL 


Analytica Chimica Acta 438 (2001) 353-355 


ANALYTICA 
CHIMICA 
ACTA 


www.elsevier.com/locate/aca 


Author Index 


Aihara, M., see Hirata, S. 205 
Almeida, C.M.N.V. 
—, Lapa, R.A.S. and Lima, J.L.F.C. 
Automatic flow titrator based on a multicommutated unsegmen- 
ted flow system for alkalinity monitoring in wastewaters 291 
Alonso, J., see Kamogawa, M.Y. 273 
Alonso, J., see Martinez-Barrachina, S. 305 
Aratijo, A.N., see de Campos Costa, R.C. 227 
Araujo, A.N., see Pimenta, A.M. 31 
Arce, L., see Lista, A.G. 315 
Armenta Estrela, O., see Catala Icardo, M. 281 
Artigas, J., see Kamogawa, M.Y. 273 


Borges, E.P., see Tumang, C.A. 59 
Borges, E.P., see Vicente, S. 3 

Burguera, J.L., see Carrero, P. 195 
Burguera, J.L., see Petit De Pefia, Y. 259 
Burguera, M., see Carrero, P. 195 
Burguera, M., see Petit De Pefia, Y. 259 


Carrero, P. 
—, Malavé, A., Burguera, J.L., Burguera, M. and Rondon, C. 
Determination of various arsenic species by flow injection 
hydride generation atomic absorption spectrometry: investiga- 
tion of the effects of the acid concentration of different reaction 
media on the generation of arsines 195 

Carrillo, M., see Petit De Pefia, Y. 259 

Catala Icardo, M. 
—, Armenta Estrela, O., Sajewicz, M., Garcia Mateo, J.V. and 
Martinez Calatayud, J. 
Selective flow-injection biamperometric determination of sul- 
fur-containing amino acids and structurally related compounds 
281 

Cerda, V., see Mird, M. 103 

Cigarro, J.F., see Pasekova, H. 165 

Cladera, A., see Mir6, M. 103 

Curtius, A.J., see Dressler, V.L. 235 

Curtius, A.J., see Pozebon, D. 215 


de Aquino, E.V. 
—, Rohwedder, J.J.R. and Pasquini, C. 
Monosegmented flow titrator 67 
de Campos Costa, R.C. 
— and Araujo, A.N. 
Determination of Fe(III) and total Fe in wines by sequential 
injection analysis and flame atomic absorption spectrometry 227 


PII: S0003-2670(01)01143-6 


del Valle, M., see Martinez-Barrachina, S. 305 
Dolejsova, J., see Pasekova, H. 165 
dos Reis, B.F., see Packer, A.P. 267 
Dressler, V.L. 
—, Pozebon, D. and Curtius, A.J. 
Determination of Ag, Te, U and Au in waters and in biological 
samples by FI-ICP-MS following on-line preconcentration 235 
Dressler, V.L., see Pozebon, D. 215 


Ebinghaus, R., see Elsholz, O. 251 

Ebinghaus, R., see Wurl, O. 245 

Efstathiou, C.E., see Solich, P. 131 

Elsholz, O. 
—, Frank, C., Stachel, B., Reincke, H. and Ebinghaus, R. 
Sequential injection standard addition for on-line measurement 
of mercury in the river Elbe 251 

Elsholz, O., see Wurl, O. 245 

Estela, J.M., see Miro, M. 103 


Frank, C., see Elsholz, O. 251 

Fuster Mestre, Y. 
—, Lahuerta Zamora, L. and Martinez Calatayud, J. 
Spectrophotometric determination of nalidixic and pipemidic 
acids in a flow injection assembly with a solid-phase reactor as a 
highly stable reagent source 93 


Galhardo, C.X. 
— and Masini, J.C. 
Sequential injection analysis as a tool for in situ monitoring 
of Fe(II), Fe(III), NO; and NO, in natural and waste waters 
39 

Gapes, J.R., see Kansiz, M. 175 

Garcia Mateo, J.V., see Rubio Pons, O. 149 

Garcia Mateo, J.V., see Catala Icardo, M. 281 

Giné, M.F., see Packer, A.P. 267 

Grudpan, K., see Jakmunee, J. 299 


Hataburda, P., see Michatowski, J. 143 

Hernandez-Cassou, S., see Saurina, J. 335 

Hirata, S. 
—, Ishida, Y., Aihara, M., Honda, K. and Shikino, O. 
Determination of trace metals in seawater by on-line column 
preconcentration inductively coupled plasma mass spectrometry 
205 

Hollingworth, T.A., see Hungerford, J.M. 123 


R 
| 
j 
| } 
| 
i 
| 
} 


354 Author Index/Analytica Chimica Acta 


Honda, K., see Hirata, S. 205 

Hungerford, J.M. 
—, Hollingworth, T.A. and Wekell, M.M. 
Automated kinetics-enhanced flow-injection method for hista- 
mine in regulatory laboratories: rapid screening and suitability 
requirements 123 


Imato, T., see Jyonosono, K. 83 
Imazumi, N., see Jyonosono, K. 83 
Ishida, Y., see Hirata, S. 205 


Jakmunee, J. 
— and Grudpan, K. 
Flow injection amperometry for the determination of iodate in 
iodized table salt 299 

Jyonosono, K. 
—, Imato, T., Imazumi, N., Nakanishi, M. and Yagi, J.-i. 
Spectrophotometric flow-injection analysis of the total base 
number in lubricants by using acid—base buffers 83 


Kamogawa, 
—, Nogueira, A.R.A., Miyazawa, M., Artigas, J. and Alonso, J. 
Determination of soil calcareous efficiency using flow system 
with pervaporative separation 273 

Kansiz, M. 
—, Gapes, J.R., McNaughton, D., Lendl, B. and Schuster, K.C. 
Mid-infrared spectroscopy coupled to sequential injection ana- 
lysis for the on-line monitoring of the acetone—butanol fermen- 
tation process 175 

Kawana, D., see Ukeda, H. 137 

Kelble, C., see Zhang, J.-Z. 49 

Kojlo, A., see Michalowski, J. 143 

Koscielniak, P. 
Univariate calibration techniques in flow injection analysis 323 

Koscielniak, P. 
— and Kozak, M. 
Examination of interferences in flame atomic absorption spec- 
trometry using a flow injection technique 187 

Koupparis, M.A., see Solich, P. 131 

Kozak, M., see Koscielniak, P. 187 


Lahuerta Zamora, L., see Fuster Mestre, Y. 93 
Lahuerta Zamora, L., see Sanfeliu Alonso, M.C. 157 
Lopez-Carrasquero, see Petit De Pefia, Y. 259 
Lapa, R.A.S., see Almeida, C.M.N.V. 291 
Lendl, B., see Kansiz, M. 175 
Lima, J.L.F.C., see Almeida, C.M.N.V. 291 
Lista, A.G. 
—, Arce, L., Rios, A. and Valcarcel, M. 
Analysis of solid samples by capillary electrophoresis using a 
gas extraction sampling device in a flow system 315 
Lopez, W., see Petit De Pefia, Y. 259 


Malave, A., see Carrero, P. 195 

Martelli, P.B., see Rocha, F.R.P. 11 

Martinez Calatayud, J., see Mestre Fuster, Y. 93 
Martinez Calatayud, J., see Rubio Pons, O. 149 
Martinez Gregorio, D., see Rubio Pons, O. 149 


Martinez Calatayud, J., see Sanfeliu Alonso, M.C. 157 

Martinez Calatayud, J., see Catala Icardo, M. 281 

Martinez-Barrachina, S. 
—, del Valle, M., Matia, L., Prats, R. and Alonso, J. 
Potentiometric flow injection system for the determination of 
polyethoxylate nonionic surfactants using tubular ion-selective 
electrodes 305 

Masini, J.C., see Galhardo, C.X. 39 

Matia, L., see Martinez-Barrachina, S. 305 

McNaughton, D., see Kansiz, M. 175 

Menegario, A.A., see Packer, A.P. 267 

Michatowski, J. 
—, Hataburda, P. and Kojto, A. 
Determination of humic acid in natural waters by flow injection 
analysis with chemiluminescence detection 143 

Millero, F.J., see Zhang, J.-Z. 49 

Miro, M. 
—, Cladera, A., Estela, J.M. and Cerda, V. 
Dual wetting-film multi-syringe flow injection analysis extrac- 
tion. Application to the simultaneous determination of nitro- 
phenols 103 

Miyazawa, M., see Kamogawa, M.Y. 273 

Montenegro, M.C.V.B.S.M., see Pimenta, A.M. 31 


Nakanishi, M., see Jyonosono, K. 83 
Nishikawa, H., see Sakai, T. 117 

Nobuta, T., see Teshima, N. 21 

Nogueira, A.R.A., see Kamogawa, M.Y. 273 


Packer, A.P. 
—, Giné, M.F., dos Reis, B.F. and Menegario, A.A. 
Micro flow system to perform programmable isotope dilution 
for inductively coupled plasma-mass spectrometry 267 

Pasekova, H. 
—, PolaSek, M., Cigarro, J.F. and Dolejsova, J. 
Determination of some sulphonamides by sequential injection 
analysis with chemiluminescence detection 165 

Pasquini, C., see de Aquino, E.V. 67 

Petit De Pefia, Y. 
—, Lopez, W., Burguera, M., Burguera, J.L., Lopez-Carras- 
quero, and Carrillo, M. 
Flow injection system for cadmium preconcentration on poly(- 
octadecyl diitaconate) (PDI-18) and atomic absorption spectro- 
metry detection 259 

Pimenta, A.M. 
—, Araujo, A.N. and Montenegro, M.C.V.B.S.M. 
Sequential injection analysis of captopril based on colorimetric 
and potentiometric detection 31 

PolaSek, M., see Pasekova, H. 165 

Polydorou, C.K., see Solich, P. 131 

Pozebon, D. 
—., Dressler, V.L. and Curtius, A.J. 
Comparison of the performance of FI-ICP-MS and FI-ETV-ICP- 
MS systems for the determination of trace elements in sea water 
215 

Pozebon, D., see Dressler, V.L. 235 

Prats, R., see Martinez-Barrachina, S. 305 


— 
| 

| 
} 
| 


Author Index/Analytica Chimica Acta 355 


Raimundo Jr., I.M., see Vieira, J.A. 75 

Reincke, H., see Elsholz, O. 251 

Reis, B.F., see Rocha, F.R.P. 11 

Reis, B.F., see Tumang, C.A. 59 

Reis, B.F., see Vicente, S. 3 

Reis, B.F., see Vieira, J.A. 75 

Rocha, F.R.P. 
—, Martelli, P.B. and Reis, B.F. 
An improved flow system for spectrophotometric determination 
of anions exploiting multicommutation and multidetection 11 

Rohwedder, J.J.R., see de Aquino, E.V. 67 

Rondon, C., see Carrero, P. 195 

Rios, A., see Lista, A.G. 315 

Rubio Pons, O. 
—, Martinez Gregorio, D., Garcia Mateo, J.V. and Martinez 
Calatayud, J. 
Flow-injection analysis study of the chemiluminescent beha- 
viour of proflavine and acriflavine 149 


Sajewicz, M., see Catala Icardo, M. 281 

Sakai, T., see Teshima, N. 21 

Sakai, T. 
—, Takio, H., Teshima, N. and Nishikawa, H. 
Extraction-flow injection spectrofluorimetric measurement of 
dissolved oxygen in environmental waters using 2-thionaphthol 
117 

Sanfeliu Alonso, M.C. 
—, Lahuerta Zamora, L. and Martinez Calatayud, J. 
Determination of the flavor enhancer maltol through a FIA — 
direct chemiluminescence procedure 157 

Sarker, A.K., see Ukeda, H. 137 

Saurina, J. 
— and Hernandez-Cassou, S. 
Quantitative determinations in conventional flow injection ana- 
lysis based on different chemometric calibration statregies: a 
review 335 

Sawamura, M., see Ukeda, H. 137 

Schuster, K. Christian, see Kansiz, M. 175 

Shikino, O., see Hirata, S. 205 

Solich, P. 
—, Polydorou, C.K., Koupparis, M.A. and Efstathiou, C.E. 
Automated flow injection fluorimetric determination and dis- 
solution studies of bumetanide in pharmaceuticals 131 


Stachel, B., see Elsholz, O. 251 


Takio, H., see Sakai, T. 117 

Teshima, N. 
—, Nobuta, T. and Sakai, T. 
Simultaneous flow injection determination of ascorbic acid and 
cysteine using double flow cell 21 

Teshima, N., see Sakai, T. 117 

Tumang, C.A. 
—., Borges, E.P. and Reis, B.F. 
Multicommutation flow system for spectrophotometric L(+)lac- 
tate determination in silage material using an enzymatic reaction 
59 


Ukeda, H. 
—, Sarker, A.K., Kawana, D. and Sawamura, M. 
Flow-injection chemiluminometric assay of superoxide dismu- 
tase 137 


Valcarcel, M., see Lista, A.G. 315 

Vicente, S. 
—, Borges, E.P., Reis, B.F. and Zagatto, E.A.G. 
Exploitation of tandem streams for carry-over compensation in 
flow analysis. I. Turbidimetric determination of potassium in 
fertilizers 3 

Vieira, J.A. 
—, Raimundo Jr., I.M. and Reis, B.F. 
Turbidimetric determination of sulphate employing gravity 
flow-based systems 75 


Wekell, M.M., see Hungerford, J.M. 123 
Wurl, O. 
—, Elsholz, O. and Ebinghaus, R. 
On-line determination of total mercury in the Baltic Sea 245 


Yagi, J.-i., see Jyonosono, K. 83 


Zagatto, E.A.G., see Vicente, S. 3 

Zhang, J.-Z. 
—, Kelble, C. and Millero, FJ. 
Gas-segmented continuous flow analysis of iron in water with a 
long liquid waveguide capillary flow cell 49 


